interagency Report Control No 
0180-OOA-AN 


This report is required by law (7 U SC 21 43). Failure to report according to (he regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

animal and PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

83-R-0001 16 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zfp Code) 

UNIVERSITY OF WYOMING 

P. 0. BOX 3355 

LARAMIE. WY 82071-3355 

*3 REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) ' .. . 


FACILITY LOCATION Srs/fes; 


UNIVERSITY OF WYOMING 
LARAMIE. WY 32071-3355 


[report of ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FAClLfTY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number Of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 

■ teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






S. Guinea Pigs 

6 


16 


16 

7. Hamsters 






8. Rabbits 

2 

16 

38 


54 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 









i 



13. Other Animals 






ferrets 


18 



18 

bison 

1 





mule deer 


11 



11 

ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Corrynittee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief expianaiion of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICTaI" 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete {7 U.S.C. Section 2143) 


I SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


/s/ 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 
11/30/2001 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 












This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
83-R-0001 


CUSTOMER NO. 
16 


Interagency Report Control No 
O180-OOA'AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

UNIVERSITY OF WYOMING 
P. 0. 80X3355 
LARAMIE. WY 82071-3355 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets ff necessary or use this form.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


flying squirrels 


pallid bat 


vole 


prairie dog 

42 

coyote 

12 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 

. D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

f. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 


13 


13 


37 


37 i 


21 


21 


3 


3 


24 


24 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

• 4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


11/30/2001 


PART 1 - HEADQUARTERS 












APHIS Form 7023 Additional Reported Sites 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 
Customer Number: 
Facility: 


83-R^0001 

16 

UNIVERSITY OF WYOMING 
P. O. BOX 3355 
LARAMIE, WY 82071-3355 


Agriculture Building 
Laramie, WY 82071 

Animal Science/Moiecular Biology Building 
Laramie, WY 82071 
Pharmacy Building 
Laramie, WY 82071 

Red Buttes Environmental Biology Laboratory 
990 South Hwy 287 
Laramie, WY 82071 

Wyoming State Veterinary Laboratory 1 174 Snowy Range Road 
Laramie, WY 82071 




This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


/ 2 -n 

Interagency Report Control No Ut 
O10O-DOA*AN 


UNITEO STATES DEPARTMENT OF AGRICULTURE 

' ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

83-R-0004 17 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

EASTERN WYOMING COLLEGE 

3200 WEST C 

TORRfNGTON. WY 82240 
(307) 532-8200 

3. REPORTING FACILITY (List ail locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY L0CAT10NS('s//es; 


See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY fAttach additional sheets if necessary or use APHiS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 

anesthe tiC-anetno aig 

interpretation of the teaching, research, 
experiments, surgery, or tests. {An exp/anat/on of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 


0*E] 


4. Dogs 






5. Cats 


13_ 


J3 


6. Guinea Pigs 


R 


0 


7. Hamsters 




3- 


8. Rabbits 


A 


9. Non-Human Primates 


10. Sheep 


0 



11. Pigs 




12. Other Farm Animals 






i2_ 




13. Other Animals 




30 


l 4 ^ 




3. 



^6 


3 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate ufee of anesth^^^^^^^j^S^ 

and following actual research, leaching, testing, surgery, or experimentation were followed by this research __ oA LnAfVltnf lU, I 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC- approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


ting drugs, dior to, during, 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


APHIS POKWI 7023 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


rMfM I - rlEADQUARTERS 


TKv.'i (/v\A ( ( iij^fd 

\^l(o 

























APHIS Form 7023 Site List 


, The tsilowing sites have been reported by the facility. 


Registration Number: 

83-R-0004 

Customer Number: 

17 

Facility: 

EASTERN WYOMING COLLEGE' 


3200 WEST C 


TORRINGTON, WY 82240 


(307) 532-8200 





report is required by law (7 USC 2143). Failure to report according to the regulations can 
rasult ill an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side /or 
additional information. 


i -/ y -/I ^ 

Interagency Report Control No 
0180-0OA.AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
animal and plant HEALTH INSPECTION SERVICE 


annual keport of research facility 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

83-R-0005 


CUSTOMER 

1666 


FORM APPROVED 
OM8 NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA, 
indudB Zip Code) 

WYOMING GAME & FISH DEPT. 

2362 HIGHWAY 34 
WHEATLAND. WY 82201 

(307) 322-25^1 


3 REPORTING FACILITY (List all locations where animals wore housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach 
sheets if necessary.) ■ - 


FACILITY LOCAT10NS(s//es) 


See Attached Listing 


2362 Highway 34, Wheatland, WY 82201 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Affach additional sheets if necessary or use APHIS FORM 7Q23A ) 


A. 

Animals Covered 

By The Animal 

Weirare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesiheiic.analgesic, or tranquilizing drugs wouid 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Co(». C ♦ 

0 + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






a. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 






Cattle 

10 

10 



1 n 

13. other Animals 






Kik 

79 

69 



69 

Deer 

31 

6 

( 



5 

Pronghorn 

11 

4 

I ' 

i ■ 


4 

ASSURANCE STATEMENTS , j ; f i 1 ; i ^ I 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate us® of anesth^‘^.Mal^si^ai 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, i | y(j ) L. 


Each principal investigator has considered alternatives to painful procedures. 


This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to jlhe starWefdM/^fogulaHcme;^ specy^afid explained by the 


[Uilizind drugs, prior to, during. 

!L1/| 


principal investigator and approved by the Institutional Animal Cara and Use Committee (lACUC). A summaiy of all the ^0Xceptionsris.'attached.t<* this annual pport. in 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well ^rtlje^^jaecie^ and q^ber of animals^ affected. 


of ail the Wxxeptionsrls attached.tdi this annual report. In 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 



SIGNA1 


or Print) 

DATE SIGNED 




10/12/01 

APHIS FUKIVI iuz:s’ 

(RepUca^S FORM 18-23 (Oct 88). which is obsolete 

PART 1 - HEADQUARTERS 


(AUG 91) 



















This report is required by (aw (7 USC 2143). FaHure (o report according lo the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURe 
animal AND PLANTHEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OPi PRINT) 


1. REGISTRATION NO. 

83-R-0005 


CUSTOMER NO. 

1666 


Interagency Report Control No 
0180-OOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HWDQUARTERS RESEARCH F~ACIUTY (Name and Address, as registensd with USDA, 
include Zip Code) 

WYOMING GAME & FISH DEPT. 

2362 HIGHWAY 34 
WHEATUVNO. WY 82201 
(307) 322-2571 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, arfalgesic. or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
expenments, research, surgery or tests wore 
conducted involving accompanying pain or distress 
to the animals and for which (he use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

{Cols. C ♦ 

D + E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21^43) 

GNA^ or Print) I DATE SIGNED 


APHIS FdRM 7023//' 
(AUG 91) 


(Raplaca/vs FORM 18-23 (Oct 88), wtilch la cbaolata 


I 10/12/011 

PART 1 - HEADQUARTERS 



